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IN !7980 5 


OPIM MN CITE INN) Four ZERo SEVEN ONE 


WT 1 . NN 
DASH ONE SIX DASH Q¥ Two suwes onfigokk two FIVE zuLu 


REF MJ ONE SEVEN Two SIX (COMMANDER'S “REPORT) 


1. [EBM Report, MISSION oNE THREE SEVEN one, [i 


Gummi, Foun TY SEVEN APRIL FIVE SEVEN, BN THREE FIVE 
SIXe . ; 


Pe 
2. MISSION ONE THREE SEVEN WAS CONSIDERED ALfa TOTAL LOSS. 


THE BME DASH THREE TRANSPOSED THREE ZERO ZERO ZERO FT 


(TOTAL SIX ZERO ZERO ZERO FT) OF WHICH ONLY TWO TVO SIX EXPOSURES 


WERE GOOD, OR TOTAL OF SIX SEVEN EIGHT FEET. MALFUNCTIONS WAS 


SHUTTER FAILURE CAUSED BY CUTOFF 
OPERATION, 


SWITCH STOPPING HOTEL, SIERRA. 
CLOUD COVERAGE RENDERED THE TWO TWO SIX GOOD 
EXPOSURES USELESS, 


3. THE BMJ DASH FIVE STOPPED AFTER FOUR HOURS TWENTY 
MINUTES OF FLIGHT uit’ FOUR ONE ZERO FT OUT OF ALFA POSSIBLE 


FIVE FOUR ZERO FT USED. CAUSE UNKNOWN, 
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Tee: FT FT He SMEs 
FT FT UNKNOWN . 
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